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The LSB Carbine conversion is designed to function 


with 124 grain 9mm factory ammo. Use of 124 grain ammo is highly recommended 
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move the slide from your Glock. 
move your factory guide rod and barrel. 
screw and remove Accelerator and Accelerator Cuff from 
ur new AMG barrel. — 
all AMG barrel into slide, Install included guide rod. (on Gen 1 
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celerator cuff onto barrel. (Image A 
anually thread it onto barrel until accelerator and cuff touch 
the slide ensuring the accelerator and cuff have mated. (Image 
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7. Loosen accelerator cuff until the set screw aligns with a flat 

spot on the threads. (Image C 

ighten set screw and install the complete slide onto your 
receiver. 

9. Rack the slide manually ensuring the slide returns into the 
battery position freely without interference from cu 

10. Now you are ready to install your stock. 


FRAME 
om middle of the stock, pull back the locking spring 
about a % inch and turn % to lock back (Im 


Be sure to properly shoulder (firmly) your new carbine to ensure proper 


cycle rate. Just like limp wristing your pistol, not shouldering correct 
may lead to a failure to feed. 
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